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MEMORANDUM FORj Deputy Director for Administration 


FROM; 

SUBJECT; 


Bruce T. Johnson 
Director of Data Processing 

ODP Report for Week Ending 2 April 1980 


SAFE 

M issued the SAFE computer hardware request for 
proposal (RFP) on 1 April 1980. Proposals from prospective 
contractors are due in aid- May, with final selection 
scheduled for early August. 

Nevr ^Computer Installed 

The Amdahl 470/V7 ccaputer was cabled into an initial 
MVS batch configuration on 29 March. Since that time the 
machine has run 
;/ few problems . 


reneral MV3 batch in the Ruffing Center with 


> Availability Goals Exceadel for Data Base Systems 

"f L ' G ® p has established 1980 availability goals at 96% for 
JHP d&ta. base system;* using GIMS: GIMDEV, GIMP ROD , and 

, ;CAMS. The. availability goal includes all hardware and soft- 
,v w&re from the COMTEK terminal controller to the CPU. The 
•Atistics for the first |uartar of I960 show that we have 
:ceeded our goal on all three systems. The three month avail- 
ility sta tistics are; GIMDEV 97.86, GIMP ROD 97.87 and 
96.66. 


Record; Number of Studen t I rainaes in Process for ODP 

OOP Personnel is currently processing 18 Student Trainees 
^who i*ill be working in Processing and Applications from June 
through December 1980. Tale is the -most ODP has ever had 
undef consideration and reflects the growing Interest of 
sAUdont 3 i n ODP and the success of our efforts to attract 
pGiap?dter science specialists to ODP. (DC/AS) 

/s/ Bruce T. Johnson 
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